ABDOMEN, penetrating wound of, in a preg- 
nant woman, 698 © 
Abdominal section, 542 
mortality of. 557 
Abscess, a peculiar, Park, 381 
cerebral, 401 
intra-cranial, treatment of, 502 
pelvic, 375, 395 
treatment of, 211, 340 
in women, 505 
perityphlitic, 276 
Abscesses, injections of iodoform and ether 
in, 210 
retropharyngeal, treatment of, 448 
Acetphenetidin, 240 
Acid, acetic, as an antiseptic, 242, 590 
camphoric, topical use of, ror 
carbonic, rectal injections of, in treat- 
ment of affections of respiratory 
organs, 676 
hydrofluoric, action of, upon tubercle 
bacillus, 648 
in tuberculosis, 420 
phenic, in treatment of diseases of skin, 
. 718 
salicylic, in metrorrhagia, 322 
tannic, in treatment of burns, 419 
Ackermann, watermelon-seed in the right 
bronchus, 525 
Acne, treatment of, 239, 531, 560 
Acromegalia, 101, 482 
a ones v., obituary notice of, 
5 
Adler, technique of ovariotomy, 713 
Affection, hervous, following injury, 429 
Agaricin, 100 
Age, old, climate and environment best 
ited to, Loomis, 345 
Agnew, relation of social life to surgical dis- 
ease, 316 
Ainhum, Day, 348 
Air, sterilized, intrapleural injections of, 18 
Albany Hospital, notes from a four months’ 
surgical service at, Vander Veer, 232 
Albuminuria im the insane, 186 
relations between deafness and, 269 
to life assurance, 426 
Tyson, 545 
Alcoholism, treatment of, 420, 
Alcohol, action of, upon pepsin, 675 
Alexander's operation, 507 
Allen, four successful cases of litholapaxy, 
227 
Amaurosis from dental caries, 447 
American Public Health Association, 626 
Amylene hydrate, 17, 241 
Anzemia, pernicious, 131 
Anzsthesia, cocaine, in surgical practice, 


384 
combined chloroform and cocaine, 240 


local, 74 
Aneurism, aortic, iodides in, 238 
arterio-venous, of orbit, 81 
traumatic, of vertebral artery, 78 
Aneurisms, treatment of, 300 


Angina pectoris, 302 
chronic interstitial nephritis and, 


Chew, 548 
Ano-vesical centre, arantion of, in man, 
Osler, 669 
Anthrarobin, 45 “ 
Antifebrin, influence of, upon secretion of 
milk, 711 
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Antineuralgic drops, 700 
Antore®. 46, 196, 242, 269, 420, 473, 612, 
613 
in ophthalmic practice, 590 
painless injection of, 676 
cedema from, 267 
rashes, 532 
Antiseptic, a new, 614 
medication, Henry, 489 
Antiseptics, incompatible, 614 
Anus, eczema of, treatment of 158, 447 
Aorta, tubercle of, 647 
Aphasia, disturbance of musical faculty with, 
_ 157 
varieties and mode of detection of, 477 
Apostoli’s operation, new intra-uterine elec- 
trode for use in, 249 
Apparatus, disinfection of, 534 
Appendicitis, perforating, 540 
Appendix vermiformis, removal of, 569 
Apraxia, varieties and mode of detection of, 


477 
Arm, base-ball pitcher’s, Leuf, 96 
Arsenic, simple test for, 719 
— system, congenital narrowing of, 


feu, central retinal, embolism of, 134 

left brachial, traumatic aneurism of, 
Matas, 462 

middle cerebral, embolism of, 567 
vertebral, traumatic aneurism of, 78 

Arthritism, tuberculosis and, 218 

Ascites, treatment of, 447 

Asphyxia, hypodermatic use of ether in, 242 
infantile, treatment of, 531 

Astigmatism, meridional, 400 

Astragalus, compound dislocation of, 82 

Asymbolia, encephalic, ror 

Athetosis, 483 

Atmosphere, aseptic, conditions which tend 

to render, Whittaker, 377 

Atresia ani urethralis, Cabot, 526 

Atrophy, arthritic muscular, 726, 727 
spinal, treatment of, in Germany, 674 

Attic, tympanic, chronic ‘purulent inflamma- 

tion of, 401 


BABCOCK, rotation of heart in acquired 
dexio-cardia, 288 

Bacilli, staining of, in tuberculosis, 130 

Bacillus, meets. action of gastric juice on, 


24 
bacterial associations of, 216 
Bacteria in glaciers, 683 
pyogenic, Park, 609 
tobacco and, 502 
Baldy, treatment of peritonitis, 642 
Bamberger, Heinrich von, obituary notice 
of, 616 
Bartlett, Josiah, statue to, 47 
Baruch, etiology and. treatment of summer 
diarrhcea of infants, 8 
Basedow’s disease, cannabin in, 590 
Beaver, cedema of labia uteri, 382 
Beer, diuretic action of, 385 
Bennett, diagnostic value of hemorrhage 
from ear, in head injunes, 690 
Biliary passages, surgery of the, 129 
Billings, medical museums, 309 
Births, multiple, 77, 683 
Bladder, catarrh of, treatment of, 241 
intraperitoneal rupture of, 386 
local treatment of diseases of, 211 





Bladder, operation for a new, 675 

Bleeding, nose, treatment of, 18 

Blepharospasm, 400 

Blindness, sudden, 302 
hysterical, 133 

Blood, alkalinity of, in disease, 74 


Blood-cells, white, counting of, Phacher, 696 


Bologna, octo-centenary ceremonies at, 54 
Bone, reimplantation of, 251 

repair, contribution to study of, 136 
Book of Doctors, 280 
Bosworth, physiology of the nose, 117 
Bowditch, climate in treatment of pulmo- 

nary consumption, 408 
Brain, exploratory trephining and puncture 
of, Keen, 603 
surgery, 594 
Macewen, 169 
Nancrede, 584 

Breasts, enlarged, treatment of, 242 
Bright's disease, diet in, 698 

treatment of, 612 
Bronchi, syphilis of, 506 
Bronchitis, treatment of, 268, 720 
Bronchorrhcea, treatment of, 5or 
Bronchus, right, watermelon-seed in the, 

Ackermann, 525 

Bruen, climate in treatment of phthisis, 405, 

diagnosis of pneumothorax, 601 
Brunton, pharmacology, review of, 616 
Buckmaster, extrauterine pregnancy, 66 
Budge, Julius Ludwig, obituary notice of, 

6: 


103 
Buller, lightning-shock, 145 
Burnett, aural vertigo, 35 
skiascopy, 281 
Burns, treatment of, 322, 419, 592, 614 


CABOT, atresia ani urethralis, 526 
Czesarean operation, improved present status 
of, 212 
section, Kelly, 320 
the new, 363 
Caffeine, use of double salts of, in pulmo- 
nary diseases, 102 
Calculi, biliary, in women, 102 
Calomel as a diuretic, 593 
in tubercular processes, 210 
Camphor, poisoning by, 241 
Cancer, by skin grafts, 591 
treatment of, by injections, 20, 646 
by inoculation with erysipelas, 647 
Capsules analgesique, 44 
Carbuncle, treatment of, 420 
Carcinoma, vaginal hysterectomy for, 124 
affections, cyanide of zinc in treat- 
ment of, 677 
insufficiency, treatment of, 129 
trouble, treatment of, 352 
Carter, Ophthalmic Surgery, review of, 49 
Caseo-tuberculosis, ganglionic, 216 
Cataract knife, a new form of, 111 
Catarrh, gastrointestinal, treatment of, in 
children, 211 
naso-pharyngeal, reflex influence in 
production of, 106 
Catheter, flexible, as a drainage tube, 108 . 
Cauda equina, lesions. of, Osler, 669 
Cep treatment of, 301 
Cerebral localization, 329, 421 ; 
membranes, treatment of diseases of, 


645 
Certification of a patient’s disease, 62/ 
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Cervix, amputation of, for cancer, 366 
Chew, chronic interstitial nephnitis and 
angina pectoris, 548 
Cheyne-Stokes respiration, Stillman, 555 
Children, cerebral palsies of, Osler, 57, 85, 
113, 141 
convulsions in, caused by opium, 351 
sterilized milk in digestive disorders of, 


35% 
tuberculosis in, 499 
Chloral, indication for administration of, 182 
Chloride of methyl, cure of spasmodic cough 


by, 720 
of zinc, intra-uterine injections of, 530 
Chloroform, warning against inhalation of, 
in children, 195 
Chloroform-water as a hemostatic, 560 
Cholera, Asiatic, novel curative and prophy- 
lactic treatment of, 675 
bacillus, thermal reactions of, 5or 
infantum, relation of atmospheric con- 
ditions to, 103 
inoculation for, 278 
treatment of, 676 
Chorea, hereditary, 430 
of pregnancy and of the aged, Dodge, 


treatment of, 420 
Choroid, cedema of, 111 
Cigarette-smoking, poisonous effects of, 304 
Dudley, 286 
Cirrhosis, tubercular, 217 
Clothing, disinfection of, 165, 655 
Cocaine, 73, a 267, 322, 375 


dangers of, 111 
tiform convulsions following use 
of, prnerys 182 . 


Sof im dlagnois of laryogen! male 


Cohen, pecs paresis, 382 

Colic, gall-stone, treatment of, 72 
hepatic, treatment of, 647 
uterine, treatment of, 420 

— descending, epithelioma of, Penrose, 


Colorado, climate of, and its effects, Jayne, 
520 
for pulmonary disease, 373 
patients suited for treatment in, 373 
Color-perception, subnormal, tests for, 133 
be yum vertebral, fracture and dislocation 
712 
Coma, diabetic, 270 
treatment of, 18 
Congress of American Physicians and Sur- 
Beons, 323, 94r 
Conjunctivitis, acute cocaine, 400 
diphtheritic, 720 
Constipation, chronic, treatment of. 45. 299 
glycerine in treatment of, Griffith, Pid 
with hemorrhoids, treatment of, 531 
— rights of a, to compensation 
81 
Consumption, pulmonary, climate in treat- 
a of, Bowditch, 408 


Convulsions, eclampsic and uremic, treat- 
ment of, in children, 592 
Cord, spinal, surgery of, Macewen, 169 
Cornea, genres uuleers of , 399 
Cornez, thy, an of cases of 
refraction of, 230 ae ae 
Corns, destruction o 
Corpuscles, blood, pe ae fluid for count- 
ing, 74 
Cough, remedy for, sor 
spasmodic, Rory of, by chloride of 
methyl, 7 
Cows, rina fk to value of odor of, 730 
Crane, James, obituary notice of, 535 
Creasote, administration of, 447 





Creasote in phthisis, 473, 719 
vehicle for, 420 

Creolin, 74, 243, 267, 300, 558 
in obstetric practice, 615, 718 
in ophthalmic practice, 502, 590 
internal administration of, 590 

Creolin-iodoform, 612 

Croup, treatment of, 359 

Currier, vaginal hysterectomy, 124 

Cystisin, 184 

Cystotomy, suprapubie, 356 

Cysts, tubal foetation, ruptured, 24 


DALE, notes on the use of strophanthus, 716 
Dawson, abscess of liver, 155 
Day, ainhum, 348 
Deafness, relations between, and albumi- 
nuria, 269 
Death, sudden, in infants, 183 
Decapitation, death by, 649 
Delivery, management of, prior to seventh 
lunar month, 50 
Dermatitis herpetiformis, 372, 373 
tuberosa, Hyde, 411 
Dexiocardia, acquired, rotation of heart in, 
Babcock, 288 
Diabetes, influence of antipyretics upon, 614 
mellitis, treatment of, 156, 239 
nervous, 618 
treatment of, 419, 697 
Diagnosis, a matter of, 376 
, Chronic, treatment of, 139, 159, 
195, 719 
green, of children, treatment of, 559 
of infancy, 420 
summer, of infants, management of, 
Meigs, 4 
Baruch, 8 
at og eae of moderate exercise 


pighineeie erin sudden heart failure in, pa- 
thology and treatment of, 536 
of the newborn, Smith, 256 
scarlatinal, treatment of, 720 
treatment "of, 2II, 270, 502, hg 614, 


676, 
varieties of, 27 
Disease, chronic *Bright’ 's, cardiac changes 
in, 427 
contagious, disinfection in cases of, 460 
epidemic, 307 
ear, nasal difficulties in, 402 
Parkinson’s, 419 
Pott’s, Hun, 90 
pulmonary, climate of Colorado for, 373 
skin, treatment of, 559 
surgical, relation of social life to, Ag- 
new, 316. 
Diseases, infectious, causal therapeutics in, 


424 
puerperal infectious, cause of, 46 
skin, in the negro, Morison, 439 
urinary and arthritic, mineral waters in, 


375 
Disinfectant, a new, 420 : 
Disinfection, method of, practised at. the 
quarantine station below New Orleans, 82 
Dodge, chorea of pregnancy and of the 
aged,98 : 
Donaldson, diagnostic significance of the 
mitral presystolic murmur, 433 
Drainage, surgical, Whitehead, 205 
Drake, Lewis, obituary notice of, 245 
Drum-head, excision of, 402 
Dudl - poisonous effects of cigarette- 
smoking, 286 
~~ gusty skin following injury of nerve, 


Dremunorineias treatment of, 720 
Dyspepsia, flatulent, treatment of, 18 
infantile, treatment of, 322 
reflex manifestation of, in mucous mem 
brane of upper air-passages, 397 
treatment of, 100, 532, 646, 718 
Dyspnoea, treatment of certain forms of, 74 





Dystrophia, muscular, 567 
Dystrophy, subcutaneous conective tissue, 
727 


Ear, elephantiasis of, contribution to 
anatomy of, 107 
diagnostic value of hemorrhage from, 
in head injuries, Bennett, 690 
insane, 569 
polypoid angioma of, 107 
treatment of furuncle of, 44 
Eclampsia, puerperal, 395 
treatment of, 54 — 
Ectocardia, cure of, by plastic operation, 17 
Eczema, treatment of, of anus and genitals, 
158 
treatment of, 676 
Electricity, death by, 649 
in treatment of goitre, 383 
use of, in incontinence of urine, 210 
Electrode, abdominal, a new form of, Van 
der Warker, 38 
Electro-therapy, new method of, in gyneco- 
logical surgery, 370 
Emmenagogue powder, sor 
Encephalopathy, lead, 131 
Endometritis, treatment of, 211, 368, 394 
Enteritis, infantile, treatment of, 558 
Environment experiment, repetition of, Tru- 
deau, 466 
Epididymitis, treatment’ of, 270 
Epilepsia procursiva, Hare, 554 
Epilepsy, focal, treatment of, 429 
use of constant current in, 501 
Epileptic seizures, relation of subcortical 
centres to, 100 ; 
Epistaxis, treatment of, 159, 719 
Eruption, gona rare form of, 46 
Erysipelas of nasal passages, 700 
treatment of, ror, 186 
Erythrophleein, 352 
Ether, iodoformized, injections of, into ab- 
scesses, 210 
in heart failure, 351 
Ethylene, chloride of, 385 
Exophthalmos, pulsating, treatment of, 109, 
110 
Expectorant mixtures, 613 
Eye, hot water treatment of diseases of, 183 
Eyes, is the electric light injurious to, Gould, 


634 
Bloodletting in diseases of the, 73 


FACE, progessive hemiatrophy of, 617 
tuberculosis of bones of, 247 
Fecundation, artificial, 27 
Fell, forced respiration, 
Femur, separation of lower epiphysis of, 
617 
Fever, hay, successful palliation of, 305 
puerperal, prevention of, 83, 472 
scarlet, relations of, to a Glasgow milk 
service, 683 
tuberculous, acute infectious, 219 
typhoid, accidental rashes in, 720 
diet in convalescence of, 422, 486 
geographical distribution of, in the 
United States, 389 
management of stage of convales- 
cence of, 390 
meningitis in, 561 
naphthol in, 697 
rare form of paralysis after, 392 
yellow, 387 
bacteriology of, 159 
etiology of, 129, 456 
governmental relations to, in Flo- 


rida, 721 
origin of epidemic of, 543 
treatment of, 208 
Fevers, eruptive, arrest of secretions in, 484 
Filaria medinensis, 373 
Fistula, buccal, differential diagnosis be- 
tween lachrymal fistula and a, 419 
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Foetation, extrauterine, 722 
Food adulteration, prevention of, 132 
Foot, osteo-arthritis of, surgical intervention 
in, 217 
osteoplastic resection of, Gross, 461 
Foster, Medical Dictionary, review of, 423 
Fothergill, J. Milner, obituary notice of, 23 
Fractures, ununited, treatment of, 300 - 
Frederick the Noble, case of, 449 
Frost, Ophthalmic Surgery, review of, 49 
Furnell, Cholera.and Water in India, review 
of, 190 
Furuncles of ear, treatment of, 44 
ointment for, 677 
Fussell, heart with three cavities, 496 


GALL-BLADDER, extirpation of, 20 
Gall-stone, a large, 542 
Gall-stones, occurrence of, in a girl fifteen 
: years old, 403 
Gangrene, diabetic, 705 
H 68 


unt, 685 
Garland, Modern Treatment of Pleurisy and 
Pneumonia, review of, 190 
‘iarnett, A. Y. P., obituary notice of, 77 
Gastralgia, treatment of, 448 
Gastric affections, diagnosis of, 185 
Gastroliths, 185 
Gastrostomy, new method of, 72 
Genitals, eczema of, treatment of, 447 
German Emperor, clinical history of case of, 
26 


Girdner, treatment of stricture of male ure- 
thra, 39 
Gland, thymus, pathology of, 455 
tuberculosis of, 247 
thyroid, microscopical specimens of, 455 
Glands, suppurating inguinal, radical treat- 
ment of, Morton, 695 
Glanders, 711 
Glaucoma, astigmatism a factor in causation 
of, 399 
Glioma, 135 . 
Glossitis, idiopathic, 24 
. Glottis, spasm of, of nasal origin, 718 
Glycerine clysters, 533 
suppositories, 500, 613, 697 
— Surgeon’s Pocket-book, review of, 


Goitre, exophthalmic, treatment of, Magru- 
der, 499 
treatment of, 383 
Gonorrhoea in the female, 612 
treatment of, 185, 267, 532 
Gordinier, chronic atrophic ascending paral- 


ysis, 177 seed 

Gould, is the electric light injurious to the 
eyes, 634 

Gout, treatment of, 159 

Graves's disease, climate an etiological factor 
in, 374 z 

Greenhow, E. Headlam, obituary notice of, 


681 
Griffith, glycerine in treatment of constipa- 
tion, 629 
Gross, connection between masturbation 
and stricture of urethra, 350 
osteoplastic resection of foot, 461 
Guaiacol, 242 
Gutta rosacea, 79 





HAMOGLOBINURIA, 475 

Hagen, F. W., obituary notice of, 83 

Hair tonic, 698 

Hand, antiseptic treatment of injuries of, 54 
surgical cure of cicatrices, 700 

Hansell, insufficiency of internal recti, 178 

Hare, epilepsia procursiva, 554 

Hea e, migrainous, 71 

Head injuries, diagnostic value of hemor- 

from ear in, Bennett, 690 

Heart, a, with three cavities, "Fussell, 496 

failure, ether in, 351 

fatty, 393 











Heart, fatty, cardiac insufficiency of, 130 
treatment of, 504 
rhythm, disturbance of, 428 
treatment of valvular affections of, 428, 
682 
/ weak, treatment of, 709 
woman’s, a pin embedded in, 452 
Hebra's bath cure, Smith, 156 
Helleborin, 446, 718 
Hemoptysis, intermittent, in phthisical sub- 
jects, 559 
treatment of, 72, 446 
Hemorrhage, arrest of, following excision of 
tonsil, Levis, 640 
cerebral, management of, 559 
from the stomach, treatment of, 420 
pulmonary, treatment of, 448 
subcranial, treatment of, 43 
treatment of, 474 
uterine, treatment of, 719 
Hemorrhoids, treatment of, 592 
Henry, antiseptic medication, 489 
Hernia, inguinal, radical cure of, 539 
radical cure of, 696 
White, 92 
Hewish, acute infectious pharyngitis, 264 
Heteraphora, correction of, 399 
Hirst, System of Obstetrics, review of, 215 
Hospitals on the high seas, 48 
Humor, vitreous, treatment of membranous 
opacities in, 109 
Hun, chronic functional spasm, 415 
Pott’s disease, go 
Hunt, diabetic gangrene, 685 
Hyde, dermatitis tuberosa, 411 
Hydrocele neonatorum, 72 
treatment of, 160 
McNutt, 181 
Hydrocephalus, novel treatment of, ro2 
Hydrogen gas, use of, as a diagnostic 
measure, Senn, 528 
Hydrophobia in Paris, 83 
Hygiene, laboratories for instruction i in, 354 
Hypereesthesize, hysterical, treatment of, 448 
Hyperemesis gravidarum, treatment of, 591 
Hyperhydrosis of feet, treatment of, 532 
Hypnotism, Preston, 444 
therapeutic use of, iis6 
value of, 459 
Hysterectomy, complete, versus partial, 701 
vaginal, Currier and Porter, 124 
technique of, 367 
Hysteria, treatment of, 53 


j 


J 
J 


J 


Ick, bacteria in, 196 
Ichthyol, ror, 645 

Mays, 175 
Impetigo, treatment of, 558 
Infancy, diarrhoea of, 420 
Infants, food for, 162 

sudden death in, 183 
Influenza, 628 
Ingals, subglottic laryngeal tumor, 495 
Insane, albuminuria in the, 186 
Insanity, puerperal, relation of, to puerperal 

infection, ror 

Instruments, disinfection’of, 534 

surgical, sterilization of, 385 
Interni recti, insufficiency of, Hansell, 178 
Intestinal obstruction, laparotomy for, 53 
medical and surgical relations of, 








327 
Penrose, 671 
tubal disease a primary cause of, 
723 

Intusussception, treatment of, 157, 303 
Invalids, foods for, 162 
lodides, vegetative lesions caused by, 373 
lodoform, 72 

antiseptic influence of, 301 

deodorized, 241 

ointment in ophthalmic practice, 590 
Irideremia, double congenital, 134 
Iron, tasteless preparation of, 404 
Itching, treatment of, 448 








Lung ay, 197 
Lupus, tubercular, suppurative form of, coon 


Lying-in-women, mercurialization in, 186 





ACKSON, albuminuric retinitis, 225 

ames, Diseases of the Throat and Nose, 
review of, 305 

aw, lower, cancer of, 542 

= climate of Colorado, and its effects, 


ars Disorders of Menstruation, review of, 


355 
Jennings, Health from Use of the Tricycle, 


review of, 704 

ohnson, sulphonal, 266 

ohnston, operation for ingrowing toenail, 
208 


Joint diseases, operative and mechanical 


treatment of, Whitehead, 573 


Joints, large, excision of “~ 337 


prevention of disease of, 591 


KEEN, ee trephining and puncture 
brain, 


of 


Kelly, swadhan section, 320 
Kidney, atheroma of, 44 
rane -bean in renal troubles, 351 


diagnosis and prognosis of disease of, 


425 
excision of, 542 


Kilcher, Carl, obituary notice of, 83 

King, Benjamin, obituary notice of, 23 
Knee, excision of, 617 

Knight, altitude in treatment of pulmonary 


LABIA uteri, cedema of, Beaver, 382 
Labor, uses of creolin during, 718 
Lanolin, ror 

Laparotomy, 276 


a successful, Sexton, 672 
for intestinal obstruction, 53 
for tubercular peritonitis, 46 
indiscriminate, 721 

Park, 116 


— human, cortical motor centre for, 


syphilis of, 506 

transition of benign growths of, into 
malignant, 99 

treatment of effections of, 183 


Lead poisoning, 614 
Lefferts, imaginary lingual ulceration, 552 
Leiter's tubes, use of, as a sleep-producing 


means, 210 


Lens, calcareous, extraction of a partially 


absorbed, 135 
dislocated, extraction of, 401 


Leprosy, successful treatment of, 648 
Leuf, base-ball pitcher’s arm, 96 
Leukzemia, splenic, 53 


treatment of, 268 


Leukoplaques, idiopathic, treatment of, 559 
Levis, arrest of hemorrhage fe 


following ex- 
cision of tonsil, 640 


Lichen ruber planus, treatment of, sor 


ids, varicose cumor of, 210 


gyre eos ye Physician's Leisure Libraty, 


review of, 


Lightning- fae Paige, Buller, Mills, 145 
Lipanin, 676 
Litholapaxy, four successful cases of, Allen, 


227 
Liver, abscess of, Dawson, 155 


obscure case of, 248 
cirrhosis of, alcohol and, 448 
treatment of, 473 


Localization, cerebral, 404 
Locomotor ataxia, the heart in, 21 
Loomis, climate and environment best suited 


to old age in health and disease, = 
cavities, treatment of, M: 


vulgaris, nature of the atypical varieties 
of, 218 
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MACEWEX, surgery of brain and spinal 
cord, 169 
Magnetism, animal, 458 
Magruder, treatment of exophthalmic goitre, 
499 
Mamme, to prevent deposition of fat in, 648 
Mania, treatment of, 699 
Mann, System of Gynecology, review of, 703 
Masturbation, connection between and stric- 
ture of the urethra, Gross, 350 
Tait, 1 
Matas, traumatic aneurism of left brachial 
artery, 462 
Mays, ichthyol in pulmonary diseases, 175 
treatment of lung cavities, 197 
McNutt, treatment of hydrocele, 181 
Measles, treatment of, 699 
Meat, dangers of, from tuberculous animals, 
IgI, 192 
Méco-narceine, 648 
Medicines, when to take, 560 
Medico-legal case, a, 84 
Meigs, management ‘ois summer diarrhoea of 
infants, 4 
treatment of peritonitis, 641 
Melzena cemioren. 71 
Membrana tympani, primary physiological 


Membranes, mucous, treatment of inflam- 
mation of, 558 
Memory, early, 55 
Meningitis in typhoid fever, 561 
tubercular, 195, 267 
treatment of, 531 
Methylal, 30 
Methyl chloride, 446 
Metrorrhagia, treatment of, 130, 300, 322 
Micro-polyadenopathy of children, 218 
Micturition, frequent, diagnostic value of, 
Sturgis, 253 
Microérganisms, — of, to injuries and 
surgical diseases, 3 
a treatment 3%, 186, 301, 322, 419, 


Milk, adulterated and impure, 615 
dangers of, from tuberculous animals, 
191,192 
ay 90 of antipyrin on secretion of, Ross, 


45 
influence of antifebrin on, 711 
sterilization of, 383 
sterilized, 403, 486 
in digestive disorders of children, 


551 
supply, rules for a healthy, 487 
Mills, lightning-shock, 145 
Mineral waters, therapeutical value of, 375 
He BS general and local effects of paraffin 
oil, 152 
Montcalm, Charles E. T., obituary notice of, 


; 105 
“Morphine, administration of, 182, 448 ~ 
habit, treatment of, 128 — 
Morison, skin diseases in the negro, 439 
Morton, Lloyd, death of, 477 
radical treatment of suppurating in- 
guinal glands, 685 
Membrane, mucous, tuberculosis of, 191 
transplantation of, 268 
Murmur, mitral presystolic, diagnostic sig- 
nificance of, 425 
Donaldson, 433 
Museum, medical, Billings, 309 
Myopia, symptomatic, 111 
Myrtol in tuberculosis, 720 


NAILS, ingrowing, 698 
Nancrede, brain surgery, 584 
Naphthol, 102 
in typhoid fever, 697 
Narceine, 84 
Nares, posterior, congenital bony occlusion 
of, Knight, 517 
Nasal chambers, anatomy of, 398 





Needle, exploring, accidents caused by, 268 
Nephrectomy, 361, 613 
Nephritis, epistaxis in, 209 

interstitial, and angina pectoris, Chew, 


548 
Nephro-lithotomy, Wilson, 683 
Nerve-sheath, optic, incision of swollen, 302 
Nerve-stretching, 361 
Nervous system, relation between trophic 
lesions and diseases of, 452 

Neuralgia, treatment of, 44, 128, 419 
Neurasthenia, 25 

differentiation of, 479° 

treatment of, 53, 479 
Neuritis, alcoholic multiple, 366 

arsenical, Wood, 716 

infectious, 43° 

optic, acute unilateral, 514 

symptomatic value of, 102 

parenchymatous, 654 
Neuro-retinitis, monocular, 401 
Neurosis, an undescribed, of aural apparatus, 


97 
Mein. diphtheria of the, Smith, 256 
sepsis of the, Smith, 256 
Nicotine, effect of, on female generative 
organs, 
Nipples, chapped, treatment of, 159 
Nitroglycerine in migraine and cephalalgia, 


301 
Nose, physiology of the, Bosworth, 117 
treatment of affections of, 183 

Novy, proteids of the urine, 293 
Nurses, male, school for, 82 
Nystagmus, transient bilateral, 108 


OBESITY, treatment of, 280 

Obstetric dressing, antiseptic, 448 
pad, proper use of, 728 

Csophagotomy, internal, 397 

Ogier, extraction of a Minie-ball twenty- 

three years after the wound, 297 

Oil, action of digestive fluids on, Wiley, 95 

cod-liver, substitutes for, 266, 676 
volatile alkaloids of, 270 

Oils, ethereal, antiseptic influence of, gon 
oxidizing, 72 

Ointments, antiseptic, 129 

Olecranon, compound fracture of, 617 

Onychia, septic, 300 

Ophthalmia, purulent, treatment of, 267 

Ophthalmology in Vienna, 485 

| Ophthalmoscope, Morton, 543 


‘Opium, convulsions in children caused by, 


351 - 
Orbit, arterio-venous aneurism of, 81 
Orchitis, malarial, 530 
Os calcis, treatment of fissured fractures of, 
128 
ilium, excision of large portion of, 130 
Osler, cerebral palsies of children, 29, 57, 85, 
113, 141 
lesions of conus medullaris and cauda 
equina, and situation of ano-vesical 
centre in man, 669 
Ossicles, excision of, 402 
Othzematoma, 569 
Otitis media suppurativa, treatment of, 402 
suppurative, 401 
Ott, polypnceic centre, 588 
Ovariotomy, performance of, twice upon 
same patient, 363 
pad, proper use of, 728 
technique of, Adler, 713 
Oxaluria, treatment of, 699 
Oxyuris vermicularis, 351 
Ozzena, treatment of, 102, 647, 719 


PACHYMENINGITIS hzemorrhagica, 563 
Paige, lightning-shock, 145 
Pain, abdominal, use of codeine to relieve, 


46 
Palsies, cerebral, of children, Osler, 29, 57, 
85, 113, 141 








Pancreas, multiple capillary hemorrhage and 
fatty degeneration of, 80 
Paraffin oil, general and local effects of, 
Mitchell, 152 
Paralysis, after typhoid fever, 392 
chronic, atrophic ascending, Gordinier, 


177 
Paresis, cantatory, Cohen, 382 
general, differential diagnosis between, 
and certain forms of intracranial 
syphilis, and the cerebral type of 
disseminated sclerosis, 430 
Park, a peculiar abscess, 381 
laparotomy, 116 
pyogenic bacteria, 609 
Parkinson’s disease, 419 
Paste, an antiseptic, 19 
Pasteur’s honors, 167 
Pasteur Institute, inauguration of, 620 
Pastils for sick room, 560 
Patella, method of wiring fractures of, 304 
Pediculi pubis, ether for, 473 
Pelvis, extraction of Minie-ball from, 
twenty-three years after the wound, 
Ogier, 297 
pres ar intestinal obstruction, 671 
Pepsin, action of alcohol upon, 675 
experiments with, 23 
Perineal pad, proper use of, 728 
Peritonitis, diffuse purulent, results of surgi- 
cal treatment of, 560 
four cases of, occurring during gesta- 
tion, 570 
treatment of, 20, 383, 651 
tubercular, treatment of, 46 S 
Baldy, 642 
Meigs, 641 
Perityphlitis, surgical aspects of, 357, 588 
Perspiration, excessive, treatment of, 44 
Pertussis, treatment of, 269 
Petroleum, poisonous effects of, Sharp, 150 
Phagedena, Hebra’s bath cure in, Smith, 156 
Pharyngitis, acute infectious, Hewish, 264 
Phenacetin, 73, 419 
exanthem, 242 
Phthisis, calomel in. 503 
climate in treatment of, Bruen, 405 
laryngeal, treatment of, 392, 447, 592 
sweating of, treatment of, 100 
treatment of, 55, 130, 446, 473, 719 
Physician, the, as a public man, 83 
Physicians, a decision important to, 680 
Pilocarpine poisoning, treatment of, 128 
Placenta, heredity of tuberculosis ‘through 
the, 218 
retention of, for seven weeks, 184 
Platt, stricture of the rectum, 667 
Pneumonia, contagion of, 187 
treatment of, 647 
Pneumothorax, diagnosis of, Bruen, 601 
Poisoning by camphor, 241 
cocaine, 70 
lead, 614 
pilocarpine, 128 
Polypneeic centre, Ott, 588 
Pomade, an antiseptic, 210 
Pomeroy, Ethics of Marriage, review of, 215 
Pons, tumor of, 708 
Porro-Ceesarean operation, diminished mor- 
tality of, 678 
Porter, vaginal hysterectomy, 124 
Surgeon’s Pocket-book, review of, 681 
Pott’s disease, 90 
Precedent, a novel, 684 
Pregnancy, chorea of, Dodge, 98 
complicating pelvic disease, 370 
extrauterine, 276 
Buckmaster, 66 
diagnosis of 277 
pathology of 396 
treatment of, 371 
mutual relation of, and operative sur- 
gery, 360 
tubal, 396 
diagnosis and treatment of, 371 
tubercular, heredity and, 195 
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Pregnancy, tuberbular meningitis during, 


195 
vomiting of, 368, 385 

Preserving fluid, a new, 183 
Preston, hypnotism, 444 
Prisms, designation of, by their refractive 

powers, 135, 400 
Pruritus, treatment of, 322, 532 
Pseudo-tuberculosis of man and animals, 217 
Pupil, formation of an artificial, Strawbridge, 

657 


QUARANTINE act, 165 
yellow fever, 250 

Quebracho, roo 

Quinine depreciation, 683 
eruption, rare form of, 46 


RACHFORD, etiology and pathology of sum- 
mer complaint, 229 
Rachitis, treatment of, 240 
Rectum, stricture of, Platt, 667 
* Reflex manifestation, a, peculiar, 183 
Refraction, models to exhibit, 135 
Renal troubles, kidney-bean in, 351 
Resorcin, 71 
Respiration, forced, Fell, 660 
Retina, cedema of, 111 
puncture of, for detachment, 134 
Retinitis, albuminuric, Jackson, 225 
Reversion in a pigeon, 617 
Reviews— 
Brunton, Pharmacology, Therapeutics, 
and Materia Medica, 616 
Carter, Ophthalmic Surgery, 49 
Furnell, Cholera and Water in India, 


190 

Foster, Medical Dictionary, 423 

Frost, Ophthalmic Surgery, 49 

Garland, Modern Treatment of of Pleurisy 
and Pneumonia, 190 

Godwin, Surgeon's Pocket-book, 681 

. Hirst, System of Obstetrics, 215 

James, Diseases of Throat and Nose, 


395 
enks, Disorders of Menstruation, 355 
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Liebermeister, Physicians’ Leisure Li- 
brary, 78 

Mann, System of Gynecology, 703 

New York oe Society’s Pro- 
ceedings, 1 

New York State Medical Association's 
Transactions, 164 

Novy, Ptomaines and Leucomaines, 273 

Pomeroy, Ethics of Marriage, 215 _ 

Porter, Surgeon’s Pocket-book, 681 

Seguin, Physitian’s Bedside Record,355 

Starr, Hygiene of the Nursery, 563 

Vaughan, Ptomaines and Leucomaines, 


273 
Woody. Medical Chemistry and Uri- 
nalysis, 78 
Rheumatism, acute articular, treatment of, 
100 
Rheumatismus nodosus, 74 
Rhinitis, vaso-motor, 700 
Ross, effect of antipyrin on secretion of 
milk, 645 
Rumination in man, 447 


SABINE, THOMAS LAUNTON, obituary no- 
tice of, 245 

Saccharin, 76, 240, 344 

as an antiseptic, 699, 700 

in ophthalmology, 699 
Saliva, tests for liver disease by the, 266 
Salol in catarrh of the bladder, 241 
Sands, Henry B., obituary notice of, 599 
Sanger, Ceesarean method of, 161 
Santonin, 184 
Santoninoxym, 184 





Jennings, Health from the Tricycle, 704 |. 





Schmidt, H. D., obituary notice of, 616 
Sciatica, treatment of, 25 


274 
Sea-sickness, treatment of, 270 
Sectio alta intraperitonealis, 531 
Segur, Physician’s Bedside Record, review 
of, 355 
Senn, use of hydrogen gas as a diagnostic 
measure, 202, 528 
Sepsis of the newborn, Smith, 256 
peritoneal, results of surgical treatment 
of, 560 
Septic infection, dangers of, from nasal and 
aural discharges of the obstetrician, 702 
Septiczemia, treatment of, 269 
Serpent-bites, treatment of, 242 
Sexton, a successful laparotomy, 672 
‘* Shadow test,” Burnett, 281 
Sharp, poisonous effects of petroleum, 150 
Ships, foul, treatment of, 487 
Shock, 362 
Silico-fluoride of sodium as an antiseptic, 239 
Sinkler, toe reflex, 611 
Sinné, laceration of Steno’s duct, 41 
Skiascopy, Burnett, 281 
Skin, abnormal growth on the, 269 
diseases, eucalyptol and iodoform in, 


phenic acid in treatment of, 718 
glossy, following injury of nerves, 
Dunn, 3 
Skull, treatment of sabre-cut of, 44 
Smallpox, hygienic treatment of, 75 
suppression of, 476 
Smith, Hebra’s bath cure in phagedena, 156 
sepsis and diphtheria of the newborn, 
256 


Snare, galvano-cautery, a new form of, 343 
bse a — surgical, 73 
Society P: ings 
American Climatological Association, 


373 

American Dermatological Association, 
372 

American Gynecological Society, 338, 
363 

American Laryngological Association, 


ical Society, 429 
ological Society, 


397 

American Neurolo; 

American Ophth 
109, 133, 398 

American Otological Society, 105, 401 

American Surgical Association, 337, 355 

Association of American Obstetricians 
and Gynecologists, 394 

Association of American Physicians, 
388, 424, 452 

Congress of American Physicians and 
Surgeons, 326 

Congress on Tuberculosis of Man and 
Animals, 191, 215, 245, 274 

Gynecological Society of Chicago, 597 

Montreal Medico-Chirurgical Society, 
80, 540, 570, 617 

New York Academy of Medicine, 23, 
456, 477, 536 : 

New York County Medical Association, 


482 
New York —T. Association, 
567, 654, 
Obstetrical soc of Philadelphia, 276 
Ontario Medical Association, 24, 53 
Philadelphia Academy of Surgery, 78, 
539, 569, 594, 619,710 — 
Philadelphia County Medical Society, 
50, 136, 506, 543, 651, 705 
Philadelphia Neurological Society, 563 
Solutions, antiseptic or aseptic, for injection 
or douche, ror 
Sozoiodol, 183, 474 
Spasm, chronic functional, Hun, 415 
spinal accessory, treatment of, 565 
Spine, cervical, tumor of, 430 
effect of concussion of, on the reflexes, 





Scarlatina, secondary fever after, 1575 


454 


Scrofulo-tuberculosis, diagnosis of, in man, | 






Spleen, enlarged, treatment of, 474 
pulsating tumor of, 127 
rupture of, 448 
Splenectomy, 44, 384, 558, 590 
Sponges, antiseptic, for gynecological opera- 
tions, 501 
Starr, Hygiene of the Nursery, review of, 563 
Statistics, collection and value of, 188 
Steno’s duct, laceration of, Sinné, 41 
Sterility, importance of microscope in the 
treatment of, in women, 369 
Stewart, epileptiform convulsions following 
use of cocaine, 182 
Stillman, Cheyne-Stokes respiration, 555 
Stomach, dilatation of, in calling for 
surgical treatment, 19 
treatment of, 159 
diseases of, treatment of, 20 
hemorrhage from, Vaughan, 69 
inflation of, with hydrogen gas, in diag- 
nosis of wounds and perforation of, 
Senn, 202 
intussusception of, 72 
milk-curdling ferment of, 646 
ulcer of, treatment of, 46, 158 
Strawbridge, formation of an artificial pupil, 


57 
Stricture, treatment of, 164 
Strictures, treatment of, of male urethra, 
Girdner, 39 
Strophanthin, 71 
Strophanthus, 419 
notes on the use of, Dale, 716 
therapeutic use of, 677 
Sturgis, diagnostic value of frequent mictu- 
Sul rhe “ ee 
phonal, 19, 73, 100, 102, 130, 
Johnson, 266 ei 
untoward action of, 322 
Sulphur, external use of, in sciatica, 25 
Summer complaint, etiology and pathology 
of, ford, 229 
treatment of, 99 
Surgery, abdominal and pelvic, drainage in, 


395 
antiseptic nasal, 398 
British, some glimpses of, 220 
gynecological, new method of electro- 
therapy in, 370 
ophthalmic, cocaine in, 267 
biniodide of mercury in, 720 
pleural, 474 
progress of, during last half century, 251 
Sweating, excessive, treatment of, 551 
of hands and feet, treatment ‘of 613 
Sycosis, treatment of, 614 
Syphilis, treatment of, 185, 301, 418, 500, Sor 
ite, 468 
severe, 542 
transmission of, 344 
Syringes, hypodermatic, to keep clean, 447 
Syringomyelia, pa of, 42 


TAIT, masturbation, 1 
Tea, a new alkaloid in, 84 
adulteration of, 168 
Teeth, action of antipyrin on, 647 
inless extraction of, 20 
Telephone, influence of use of, on hearing 
power, 402 
Tension, treatment of, in surgical practice, 


157 

Terpine in bronchitis, 720 
Testicle, tubercular disease of, 619 

undescended, 619 
Tetanus, traumatic, treatment of acute stage 

of, 724 , 

treatment of, 266, 270 
Thacher, counting of white blood-cells, 696 
Thrombosis, experimental sinus, 351 
Tobacco and bacteria, 502 
Toenail, ingrowing, treatment of, 375, 

Johnston, 208 eget 

Toe, reflex, 611 





Tommasi, Salvatore, obituary notice of, 109 
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Tongue, excision of, 80 
fissures of, 500 
pseudo-ulcers of, 385 

Toothache, treatment of, 211, 385, 699 

Trachea, syphilis of, 506 

Tremor, treatment of, by hypnotic sugges- 

tion, 458 
Tremors, various, character of, 430 
Trigeminus, to overcome pain along course 
of, 698 
Trudeau, an environment experiment re- 
peated, 466 
Tubercle, anatomical, cure of, 248 
Tubercular opportunity,innate and acquired, 


275 
patients, cause of pain in amputated 
stumps of, 248 
raw meat and blood as food for, 217 
Tuberculosis and arthritism, 218 
and vaccination, 195 
contagion of, of man to chicken, 318 
evolution and therapeutics of, in a 
healthy medium, 219 
experimental, diagnosis of, 247 
means capable of arresting exten- 
sion of, 216 
evolution of, in children, 219 
researches on, 19, 24) 
first childhood as an organic medium in 
its relation to, 246 
hepatic and perihepatic, 194 
heredity of, 220 
and contagion of, 218 
paternal, 247 
through the placenta, 218 
in children, 499 
infantile, alimentary origin of, 247 
inoculation of, by the fingers, 245 
laryngeal, treatment of, 71 
manner of contagion of, by the digestive 
tract, 247 
myrtol in, 720 
persistence of germ of, in river water,215 





Tuberculosis, prophylactic measures against, 


in cattle, 271 


pulmonary, altitude in treatment of, 


Knight, 582 
resistance of hens to, by ingestion, 


246 
study of, in Limoges, 194 
treatment of, 275, 420 
Tuberculous patients, families of, 217 
operative interferences on, 248 
process, calomel in, 210 
Tumor, varicose, of lid, 210 
subglottic, laryngeal, Ingals, 495 
Tumors, —, dangers of galvano-punc- 
ture in, 368 
translucency of, 419 
Turpentine, administration of, 211 
Tympanites, uterine, treatment of, 322 
Typhlitis, surgical aspects of, 357, 588 
treatment of, 30 
Tyson, relations of albuminuria to life as- 
surance, 545 


ULCERATION, imaginary lingual, Lefferts, 


552 . 
Ulcer, perforating typhoid, surgical inter- 
ference in, 358 
round, development of gastric cancer in 
the cicatrice of, 160 
Ulcers, atonic leg, treatment of, 448 
hemorrhoidal, treatment of, 267 
treatment of, 419 
Urachus, open, operation for, 710 
Ureteritis, diagnosis and symptomatology 
of, 338 
Urethra, artificial, formation of, for prostatic 
obstruction, 355 
Urethrocele, cause and treatment of, 339 
Urine, incontinence, of, treatment of, 210 
proteids of the, Novy, 293 
Uterus, anteflexion of, etiology, pathology, 
and treatment of, 364 











Uterus, extirpation of, 80 
rupture of, in labor, 367 


VACCINATION, tuberculosis and, 195 
value of, 168 
Vagina, abscess of, Dixon, 200 
Van der Warker, new form of abdominal 
electrode, 38 
Vander Veer, notes from a four months’ 
surgical service at the Albany Hospital, 


232 
Variola, local dressing for, 420 
Vaughan, hemorrhage from stomach, 69 
Ventricle, left, wound of, 302 
Vertigo, aural, Burnett, 35 
treatment of, 105 
smokers’, 267 
Vesicant, a new, 302 
Vomiting, treatment of, 448 
of pregnancy, treatment of, 698 


WARTS, destruction of, 384, 612, 700 
Water, baked, 592 
White, abortive treatment of syphilis, 468 
radical cure of hernia, 92 
Whitechapel murders, the, 430 
Whitehead, operative and mechanical treat- 
ment of joint disease, 573 
surgical drainage, 205 
Whittaker, conditions which tend to render 
an atmosphere aseptic, 377 
Whooping-cough, treatment of, 648 
Wight, O. W., obituary notice of, 477 
Wiley, action of digestive fluids on oil, 95 
Williams, Elkanah, obituary notice of, 423 
Wilson, nephro-lithotomy, 693 
Wister, Caspar, obituary notice of, 722 
Wood, arsenical neuritis, 716 


Woody, Medical Chemistry and Urinalysis, 


review of, 78 


Wounds, ereatdidint of, without drainage, 476 
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